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PART III 


Notifications by High Court, Advertisement, Notices and Change of Name etc. 


HARYANA GOVERNMENT 


POWER DEPARTMENT 


Notification 


The 30th August , 2017 
No. 16 /33/2015-4P.- The Government of Haryana Power Department vide earlier Notification No. 
16 /33 /2015-4P dated 19.11.2015 has issued instructions for streamlining the purchase of store articles in both 
discoms. 

Due to unbalanced distribution of items DHBVN was floating more NITs as compared to UHBVN . For 
balancing the dealing of items it has been decided to redistribute the procurement of items as detailed below : 


Sr. No. 


UHBVN 


1 


25 to 100 KVA DTs 


DHBVN 

Sr. 

No. 
200 KVA & above higher sizes rating 1 
Transformers + 10 MVA Power TFs and 
above 
ACSR Conductors 

2 . 
HT (11 KV ) XLPE U /G Cables 

3 . 


2 
3 


4 


HT (11 KV) XLPE U /G Cables accessories 


4 


5 
6 


HT XLPE AB Cables 
HT XLPE AB Cables accessories 
9 and 11 Meter Poles 


5 
6 
7 


PATs & its accessories 
Twin core Cable 10 Sq . mm (Armoured & 
Un - Armoured) 
LT PVC Armoured & Un - armoured 4 core 
Cables of all sizes 
LT XLPE AB Cables of all sizes 
LT XLPE AB Cables of all sizes accessories 
11 G.O. Switches with Male and Female 
Contacts (all types ) 
Brass rods LT/HT 
PG Clamps of all sizes 
11 KV VCBs 
GIWire 


7 


8 
9 
10 
11 


Aluminium Thimbles 
HT Connectors 
LT CT Consumer Meters 
LT CT DTMeters 


8 
9 
10 
11 
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Sr. No. 


UHBVN 


12 
13 
14 
15 


GSS Wire 
Nuts & Bolts 
33 KV CTs & PTS 
33 KV Pin Insulators with Pins 


16 


17 
18 
19 
20 
21 
22 
23 
24 
25 


DHBVN 

Sr. 

No. 
LT CTs 

12 
MCBS for LT CT Operated meters 

13 
Single Phase Meters 

14 
MCBs for Single Phase meters (1 - in - 1 & 4 15 
in - 1 ) 
CMRIS 

16 
3 Phase Meters 

17 
MCB for 3 Phase Meters 

18 
11 KV CT/PT Metering Cubicles 

19 
11 KV CTs & PTs separately 

20 
HT CT PT meters ( For Consumer ) 

21 
HT CT PT Feeder meters 

22 
LT & HT Accuchecks 

23 
Polycarbonate Seals 

24 
Repair of 200 KVA & Above DTs (CRGO 25 
core ) 
Repair of 25 to 100 KVA DTs (Amorphous 26 
core ) 
LT Distribution Box 

27 
28 
29 
30 


33 KV Top Hamper 
33 KV Isolators 
33 KV Isolators -cum -Earth switches 
33 KV LAS 
33 KV Post Insulator 
36 KV C & R Panels 
36 KV VCBs 
11 KV Top Hamper 
DPC Al. Wire and Strips 
SE Aluminium Wire 


26 


LT Insulators 


27 
28 


Vacuum Interrupter 
Batteries alongwith battery Charger 
LT Fuse board 
11 KV Polymer Disc Insulators with Pins 


Further , BODs of discoms are hereby empowered for approval of changes in above assignment of articles , if 
required , in line with the provision provided for change (s ) in specification , pre - qualification conditions and NIT 
conditions as notified by Goh Notification dated 19-11-2015 . 

This supercedes the existing allocation of items in UHBVN & DHBVN notified vide notification 
dated 19-11-2015 . 


ANURAG RASTOGI, 
Principal Secretary to Government Haryana, 

Power Department. 
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